The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
commissioner 

1 / 03/11 

Ginger Hsu 

Assistant District Attorney, Suffolk County 
Dear Ms. Hsu, 

Enclosed is the information you requested in regards to Commonwealth 
Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: ASD, CBS 
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I I .1 VA — VO 

Date Analyzed: U 

c ;. Boston D.C.U. Police Dept. 

Officer: P.O. KEITH BUTLER 


Def: 

Amount: 

„ , i Cont: pipe 
No. Cont: 1 K r 

Date Rec'd: 10/27/2010 
Gross Wt.: 


D rollin' 







Subst: RES 

No. Analyzed: 

Net Weight: 

# TestsT ] 

rocdXvxa 
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PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate J_^ 

Marquis 


Froehde's 




































Area Percent Report 


Data Path 
Data File 
Signal(s) 
\cq On 
Sample 
Misc 

ALS Vial 


D:\GC DATA\11_17_10\ 

02 .D 

FID1A.CH 

18 Nov 2010 11:30 

COKE/COD STD 

2 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\l\METHODS\DRUGS.M 

Title : 


Signal : FIDlA.CH 

peak R.T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

1 1.126 1.097 1.252 BB 524638016 4827498749 100.00% 99 314% 

2 4.115 4.079 4.161 BB 2081638 17368904 0.36% 0 357% 

3 4.766 4.729 4,812 BB 1865286 15989184 0.33% 0.329% 

Sum of corrected areas: 4860856838 


DRUGS.M Thu Nov 18 11:43:20 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data Pile 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\11„17__10\ 

03 .D 

FID1A.CH 

18 Nov 2010 11;44 

BLANK 

3 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METH0DS\DRUGS.M 

Title : 

Signal : FID1A.CH 

End PK peak peak peak % of 

mm TY height area % max. total 

1.276 BB 536792131 4757597509 100.00%100.000% 
Sum of corrected areas: 4757597509 


peak R.T. Start 

It min min 

1 1.126 1.099 


DRUGS.M Thu Nov 18 11:57:47 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\11_17_1G\ 
04. D 

FID1A.CH 

18 Nov 2010 11:59 



Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEMM\METHODS\DRUGS.M 

Title : 


Signal 


FID1A.CH 


peak 

R.T. 

Start 

End 

PK 

# 

min 

min 

min 

TY 

1 

1.140 

1.106 

1.271 

BB 

2 

3.367 

3.341 

3,417 

BB 

3 

4,120 

4.076 

4,166 

BB 


peak peak peak % of 

height area % max. total 

418889312 3165797242 100.00% 97.946% 
821861 6818127 0.22% 0.211% 

6511373 59554517 1.88% 1.843% 

Sum of corrected areas: 3232169886 


DRUGS.M Thu Nov 18 12:12:11 2010 


Page: 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\SYSTEM7\11_22_10\756580.D 

ASD 

23 Nov 2010 18:46 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


2 

DRUGS 

RTE 




fnme--> 


0 . 

2.00 


2.50 


3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 ' 8.00 8.50 9.00 9 . 


50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


756580.D Fri Dec 31 13:16:33 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\1 

ASD 

23 Nov 2010 
COCAINE STD 

81 

DRUGS 

RTE 


1_22_10\756581 .D 
18:59 


Abundance 

1000000 

I I 

i 800000 ! 

j | 

I 600000j 

; I 

j i 

j 400000! 

! 200000 


TIC: 756581.D 


4171 


V/-* - ! —«-“■ i“* T"‘r-:— i r • ■•vv 

Tlme-> 2.00 2.50 3.00 

3.50 4.00 ' 4.50 ' ‘ 5.00 

’ 5.50 ' 

n~r-rr 

6.00 

' 6.fe0 7.00 7.50 1 8.66 ' ' 8,50 9.00 ' 9.50 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.712 

1137797 

100 . 

00 

100.00 


756581.D 


Fri Dec 31 13:16:35 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\11 22 10\756581,D 



Operator 

ASD 



Date Acquired 

23 Nov 2010 18:59 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

81 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries; C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.71 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80; 


60: 


8? 


Average of 4.691 to 4.802 mm.: 756581 D (-) 
182 


40; 


94 


105 


20 42 


51 


OWW- 

m/z-> 40 

Abundance 


80! 


{:59 


68 


50 ^60 70 80 90 'l 00 110 120 130^140 150 l60 l70 1 ST ISO 200 210 220 2^0 240 250' 260 270 280 290 300 


122 


!A 


135 


152 


166 


198 


A.LAA 


207 222 


242 


272 

259 282 


303 


60; 


8? 


*29: COCAINE 


182 


40; 


20 : 


42 


51 

i 


0 . 

m/z-> 40 


68 


94 


105 


122 


.= 114,1 


135 


152 166 

• l .I...jAt 


198 


214222 


244 259 


272 


303 


50 60 70 80 90 100 110 120 130 140 150 ICO 170 180 190 200 210 2^0 230 240 250 260 270 280 290 : 


756581.D Fri Dec 31 13:16:36 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ll_22_10\756582.D 

ASD 

23 Nov 2010 19:12 

BLANK 
DJR 
2 

DRUGS 

RTE 


^Abundance TFC: 756582.D 



h'lme--> °£5o 2,50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 ftbo 9^6 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


756582.D Fri Dec 31 13:16:39 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \SYSTEM7\ 11_22__10\756584 . D 
ASD 

23 Nov 2010 19:37 

BLANK 
KAC 
2 

DRUGS 

RTE 



hme-> ° 2.00 ' 2.50 3.00 3.50 4.66 4.50 ’ 5.66 5.50 ’ ‘ 6.66 ‘ ’ 6.50 ’ ’ 7.66 ' 7.50 8.00 ’ ' 6.50 " ’ 9.66 ' 9.50 ! 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756584.D Fri Dec 31 13:16:47 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ll_22_10\756585.D 

ASD 

23 Nov 2010 19:50 


KAC 

85 

DRUGS 

RTE 


Sundance 

2500000: 

2000000 ; 

i 

15000001 
1000000 
500000 
0 


3.89 


4172 


TIC: 756585.0 


frime--> 2.00 ' 2.50 3.i)0 ’ 3.^0 4.00 4.k> 5.00 5,50 6.00 6.ko 7.00 7.50 ' 8.00 8.50 ' 9.00 a£o ’ 


Ret. Time 

Area 

Area % 

Ratio % 

3.891 

492836 

11.37 

12.83 

4.723 

3839833 

88.63 

100.00 


756585.D Fri Dec 31 13:16:49 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator : 


F:\SYSTEM7\11_22_10\756585.D 

ASD 

23 Nov 2010 19:50 


KAC 
85 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.89 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


'Abundance 


Average of 3.365 to 4,013 min.: 756585.D (-) 
148 


80 


60 


204 


73 




101 




40 









1 

121 



20 

51 

o 

CO 

i 

j 

\ 



42 j , 63 

;, 

i, 


j 176 


0 


!|l|®| l , l i;i l . hl ! 1 ! 

,109 1 

,131 -j 40 

' 157 | 187 ii 

i| 245 281 


40 50 60 70 

11 l 1 11 1 1 ' 1 1 1 j. 

80 90 10 

D 110 120 130 140 150 160 170 180 190 260 

210 220 230 240' 250 2&) 270 2^0 


Abundance 


80; 


#84039:1 midazo[2,1 -b]lhiaz6le, 2,3,5,6-te1rahydrd-6-pRenyl- 

2Q4 

148 


60 


40 


201 


73 


101 


127 


51 63 


89 


117 


O' : : 1 : 111-, ifl 1 , fi'l i H#|J| , . lijlL.'V 3 |i', .' 


ji: 109 ; 


m/z--> 


135 


ii 176 

Iji 157 167 185 


■. rW'i 



40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 i 


756585.D 


Fri Dec 31 13:16:50 2010 


Page 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


: F:\SYSTEM7\ll_22_10\756585.D 
: ASD 

: 23 Nov 2010 19:50 



: DRUGS 
: RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 4:691 to 4.871 mini 756585.0 (•) ' 
182 


80: 


60; 


40 
20j 42 

i ! 

| 1 j 

■ i i 

i 0‘ 3*4 

40 

Abundance 

80 

j 

60; 


51 


94 

105 


; ! 


68 


;! 

'' 


122 


303 


138 152 166 

, t * I • I • > t’l . i • . ! 


198 

i 


209 222 


272 

242 259 : 289 


50 60 70 80 90 100 110 120 130 140 150 160 170 180 100 200 210 220 230 240 250 260 270 280 290 300 


8? 


¥29: "COCAINE 


182 


40 : 


94 


20 


0 


: 42 


51 


68 


105 

! 

i 


122 


114,: 

i-tJK 


135 152 166 


198 


214222 244 259 


272 


303 


m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


756585.D 


Fri Dec 31 13:16:51 2010 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\11J22_10\756586 .D 
ASD 

23 Nov 2010 20:02 

BLANK 
KAC 
2 

DRUGS 

RTE 



Tlme~> ° 2.00 ' 2.50 ' 3.00 ' 3.50 " ‘ 4.00 "4.50 5 J 0 5.50 6.00 " 6.50 ' 7.00 ’ 7.50 ' 8.00 ' 8,50 9.00 9.50 ' 


Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


756586.D Fri Dec 31 13:16:54 2010 


Page 1 


Corbett email PRR 007373 








Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ 
ASD 

23 Nov 2010 
BLANK 

2 

DRUGS 

RTE 


11_22__10\7 56593 .D 
21:31 



|Tlme--> °2tl0 2.50 3.00 '3.50 400' 4.50 ' 5.00 ' 5.50 6.00 6.50 AOO' 7.60 8.&0 8.50' ’ 9.0cT a50' 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756593.D Fri Dec 31 13:17:08 2010 


Page 1 
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Area Percent / Library Search Report 

Information from Data File: 

File Name 

F:\SYSTEM7\11 22 10\756594.D 

Operator 

ASD 

Date Acquired 

23 Nov 2010 21:43 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

94 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Ab ate- 

1000000 - 

i • 

i 800000 
; 600000 

400000 
; 200000i 

O' 

Time--> 2.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.712 

1268073 

100.00 

100.00 


756594.D Fri Dec 31 13:17:11 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\ll 22 10\756594.D 



Operator 

ASD 



Date Acquired 

23 Nov 2010 21:43 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

94 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.71 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


82 


Average of4.6911b 4.813 min.: 756594.D (-) 
182 


80 


60 


40 


20 

42 

0 

rr.'M 

A 

.N 

40 

Abundance 


80 


60 


40 


20 

42 


94 


51 


I 


67 i '! 


105 


122 

iji 1 114 135 


152 


198 


303 


166 


272 

207 222 242 259 j 282 


82 


#29: COCAINE 


182 


94 


105 


! 51 

68 ; 

122 

,.|i|! | j 114 : 135 152 166 

198 

; 214222 

272 

244 259 

303 

3 50' 

60 70 80 

90 100 lib 120 130 140 150 160 170 180 

90 20O 210 220 23( 

240 250 260 270 280 S 

>90 300 1 


756594.D Fri Dec 31 13:17:12 2010 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\SYSTEM7\11_22_10\756595.D 

ASD 

23 Nov 2010 21:56 

BLANK 

2 

DRUGS 

RTE 


Abundance 


3000! 


2500; 


2000 j 


1500 

i 

O 

o 

o 

i kiff 
r W 

50o' 


0 *., , 


Time--> 2.00 

2.50 3.00 3.50 4.00 4.50 


TIC: 756595.D 


1-dP^ 


i 


* 


l 


I 


Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


756595.D 


Fri Dec 31 13:17:18 2010 


Page 1 
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